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FOSTER D. SNELL, INC. 

zs WEST tSTK Street, new vork ii, n. y, 

CONSULTING CHEMISTS 
ENGINEERS 

Jaimary 6, 1964 

Fiiilip Morris> lug, 

Farliamont Cigarettes 
Mr, Fra&k fe, Reapjck, Manager, Analytical Services Biyisiop 
1388 - Z% 30, 31 
See below 
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Sample NoS. 

1388-39 

1388-30 

i?S8-3i 


Marking 

1742 

.1751 ' ~ 

1753 
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^mliilgrams in smoke of 1 cigarette) 


Run 1 

13.0 

10, 3 

13.6 


Run 2 

13. 2 

' io. 6 

i3*F 

— 

Run 3 

1?. 3 

.10,1. 



Average 

13.2 

10.3 

13*^ 



Discussioni 


The cigarettes were couditioped at IVT. {25 "C.) and 50 per ceS 
relative humidity before smoking. They were smoked to a butt length of 26 millt-, 
meters. Five cigarettes were smoked for each single determination. Determina¬ 
tions for tar were carried out in triplicate. ' 
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- ^ 6, 1964 

StnofeiJig w&tf |)a>iormed itx a fouy-^jsiaca golenoid-acituaWd medlianic%|. 
smokiiig m&chine. Puffs of 3$ milHBfef volw'me and % seconds dure.tion. weyc taken 
at I minwta intervals until tke cigarettes ware burned to tie predetermined butt lengtih. 
Tile smolm passed tjirougii an abaorptlon train consliling of a Kyeldaiil flask contain¬ 
ing l mX. of 0, ^ N bydrocMorie acid and .10 ml. of ajcoiiol and tken ^xougli % Subble 
traps. I'lh.e first bubbler cont^ned $ ml. of 0 .5 N alcoivoUc hydrochloric acidV. *rh.§ 
second bubbler contained f irnL of 0,. § N aqueous bydroc^ldrie acid. 

At the conclusion of run the smoke was allowed to settle for lo 
minutes. All portions of the smoko collecti.on |r'a-in wtrs. wisb.ed'lnfo.ilie Aaskwitb. 
a minimum of hot water and ftlCf^ioi., ^h.e tar was determined by tranaferraj bf die 


flask contents to a beaker for evaporation of the Solvent on a steam bath. 1*11.0 beaker 


was then placed in a convection type oven_wb®re It was exposed to a temperature of 
105 "C. for 7. b<mrs, Jt was then removed, placed in a desiccator where it was al- 
lov/edto cool, and weighed, _ 
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Respectfully submitted, 
FOSTER i). snFl-l,, il^q. 




d, Mitchell Fain, Ph,D, 
Director, 3^pecial Products Dept. 
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